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CONFIDENTIAL 
PAGE 01 STATE 249959 
42 

ORIGIN SY-04 

INFO OCT-01 EUR- 1 2 ISO-OO /017 R 

DRAFTED BY A/SY/T: JFPERDEW :MB 
APPROVED BY A/SY/T: JFPERDEW, ACTING CHIEF 

093452 

R 131601Z NOV 74 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT 

CONFIDENTIAL STATE 249959 

E.O. 11652:GDS 

TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER HEATING ELEMENTS 
FOR RTC 

1. THREE SETS OF ACR AIR CONDITIONER HEATING ELEMENTS 
WERE FORWARDED TO FRANKFURT ON MARCH 29,1974 UNDER 
REGISTRATION NUMBER 1876432. 

2. NOS FOR THIS SHIPMENT INDICATED THAT THESE HEATERS 

IN RESPONSE TO FRANKFURT MEMO OF OCTOBER 10, 1973, BRUSSELS 
0407 AND THE HAGUE 1396. 

3. PLEASE RESPOND TO BRUSSELS AND HAGUE TELEGRAMS. KISSINGER 



CONFIDENTIAL 
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Document Number: 1974STATE249959 

Document Source: CORE 

Document Unique ID: 00 
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Executive Order: GS 

Errors: N/A 
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